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Message Text 


UNCLASSIFIED 

PAGE 01 ATHENS 03742 I51I42Z 
47 

ACTION OC-06 

INFO OCT-OI ISO-00 CCO-00 /007 W 

040791 

R 15I020Z JUN 74 

FM AMEMBASSY ATHENS 

TO 2ADG LANGLEY AEB VA/DOOX 

CS WASHDC//J-6 

INFO HQS DCA WASHDC 

SECSTATE WASHDC 3793 

AMEMBASSY BEIRUT 

UNCLAS ATHENS 3742 

SECSTATE FOR OC - BEIRUT FOR RCO 

E.O. 1 1652: N/A 
TAGS: ACOM 

SUBJ: USE OF THE OPERATING SIGNAL ZZI BY DOD USERS 
REES 

A. JANAP 128, CHAP 4, SECT 1 PARA 406 M AND F. 

B. ACP I3I US SUPP I, CHAP 5, PAGE 4-5. 

C. ACP I2I US SUPP I, SECT Y, SUBPARA 327A (2). 

D. ACP 127 US SUPP I, CHAP 2, SECT I, PARA 206.6. 

E. RUKLAAA 4686 1652004 O 142000Z JUN 74 

1. REF E IN VIOLATION OE PROCEDURES ESTABLISHED IN REFS 
A THROUGH D FOR TRANSMISSION OF IMMEDIATE PRECEDENCE 
TRAEFIC WHICH REQUIRES NO NIGHT ACTION BY ADDRESSEE. 

EMBASSY TELECOMMUNICATIONS FACILITY DOES NOT OPERATE 24 
HOUR BASIS AND REE E RESULTED IN UNNECESSARY CALL OUT OE 
OPERATOR AND ACTIVATION OE EMBASSY FACILITY. THIS IMPOSES 
HARDSHIPS, INCREASES OVERTIME COSTS AND MINIMIZES EFFICIENCY 
OF DIPLOMATIC TELECOMMUNICATIONS SYSTEM. 

2. AFTER HOURS ACTIVATION IS NOT RPT NOT REQUIRED ON ANY 
MESSAGE ADDRESSED TO THIS STATION WHEN NO NIGHT ACTION IS 
REQUIRED. SUCH MESSAGES SHOULD CARRY OPERATIONG SIGNAL "ZZI" 
AS DESCRIBED IN REES A THRU D. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ATHENS 03742 I51I42Z 

3. REQUEST ACTION ADDRESSEE REVIEW REFS A THRU D AND 
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INSTITUTE CORRECTIVE ACTION WHEN APPROPRIATE. 

4. REQUEST ACTION ADDEES ACKNOWLEDGE RECEIPT THIS MESSAGE. 

TASCA 

UNCLASSIEIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 JUN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974ATHENS03742 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 56-0435 
From: ATHENS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 974/newtext/t1 9740642/aaaabjnk.tel 

Line Count: 65 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OC 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: smithrj 
Review Comment: n/a 
Review Content Flags: 

Review Date: 07 MAR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <07 MAR 2002 by phillir0>; APPROVED <10 JAN 2003 by smithrj> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: USE OF THE OPERATING SIGNAL ZZI BY DOD USERS 
TAGS: ACOM, GR 
To: STATE 
Type: TE 
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